From: Renczkowski, Daniel (DPH) 

Sent: 6/21/2012 5:14:05 PM 

To: Corbett, Kate (DPH) [/o=Commonwealth of Massachusetts/ou=MassMail-01/cn=Recipients/cn=Kate.Corbett] 

Subject: CW 

Della said Greg Friedholm called and said it was postponed til the fall. 
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